









t—L—l 307 ST ( ^ 

THE WRIGLEY BUILDINGS I '' uv 

SOUTH AND NORTH SECTIONS, BY NIGHT, J30 
CHICAGO . ■ 

Located on the Plaza at the North End ofthe/^^, 
Michigan Blvd. Bridge. Covers an area of 1VJ96 
square feet and costs approximately $3,000,&8d, t C L 
The entire building is highly illuminated at night 
and can be seen for miles. 
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